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1. ‘This memoranchm contains a recommendation for your approval 
in Paragraph § hereof. 


2. Tring your recent visit to the Convair Plant at Fort. Worth, 
I believe the Contractor informed you of its requirement for « new 
Assembly Building in which to manufacture and assemble the GUSTO 
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ead of this time the land and building would revert to the Air Force. 
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25X1 Dra of the new building. ‘The cost of these dravings is estimted ILLEGIB 
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with the Architectural Drawings, your approval is solicited herein 
below. If you concur in the foregoing it ia proposed that the costs 
be ineluded in a Progran will be processed 


8. In view of the foregoing, it is recommended that approval 
be granted to authorize the Contractor to 25X11 
and Engineering Drawings at an estimated cost of 
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